ZIV HOUSE (continued) 


An ornate scroll pattern on the living room 
window's wood valance is repeated on cabinets 
under the kitchen sink. The kitchen has 

an old-fashioned and costly hardrock maple 
tongue-and-groove hardwood floor. Classic 
old radiators, still circulating water heated 
in a gas boiler, are in nearly every room. 


The home's dramatic high ceilings weren't 
appropriate for the kitchen, the Zivs decided, 
and they installed a piece of wood latticework, 
hung from the ceiling to hola pots and pans. 


¥I3 FIRST JOHN ROFFLER HOUSE 
1437 NE Everett St., Camas, Washington 


Built in 1906, this wood frame building 
originally had no indoor plumbing. It was 
the first Roffler residence. It is composed 
of two gabled units forming an L in plan. 
The ceilings of the upper floor are not 
full height at the eaves. 


An open porch covers the angle between the 
two wings. A distinctive feature of the 
house is a half-round turret with three 
windows and covered by a conical roof. 

A three-window bay projects from the east 
elevation at the first story and a small 
projecting porch is on the west elevation. 


The exterior is sheathed in shiplap siding 
with cornerboards on the first story, while 
the upper story is shingled. A porch spandrel 
with band-sawn scalloped edge provides the 
Only decoration. 
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